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1. INTRODUCTION 

In recent years, a group of engineers at the South Ural State University (SUSU), headed by Prof. 
Kodkin V.L. has carried out research on the dynamics of asynchronous electric drives with frequency control 
(AED FC). Operating experience of such drives shows that it is far from always possible to obtain the 
required static and dynamic characteristics using only standard control algorithms incorporated in the 
frequency converter. The research directions were formed based on the results of a theoretical analysis of the 
basic equations of AED FC, but the main results were obtained during experiments and modeling. This is due 
to the fact that the AED FC equations contain many assumptions and simplifications, the significance of 
which is very difficult to estimate theoretically. 

The results of the experiments are presented in the articles published in Russian and foreign 
publications [1, 2]. ATV32 and ATV71 frequency converters from Schneider Electric were used as basic 
equipment. The main result should be considered the worst drive dynamics with sensorless (on speed) vector 
control as compared with a scalar control drive, containing corrective dynamic positive feedback on the stator 
current (DPF) [3, 4]. This feedback includes a dynamic link that provides the necessary gain factors for the 
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corrective feedback in the low frequency range without disturbing the stability of the drive. The limited 
stability of the drive does not allow standard IR and s-compensations to effectively solve their problems. 


2. PROBLEM DEFINITION 

VFD research using the Matlab / Simulink package is devoted to a large number of works. The main 
part of them analyzes and improves the dynamic characteristics of such systems [5-8], and some of them are 
equipped with sensorless control [9, 10]. A lot of work is devoted to improving the energy efficiency of 
converters in AED FR [11-13] However, the models of electric motors used in them and the models of 
motors incorporated in the control system are built with the same assumptions. In this regard, there are no 
such issues in their concordant work. However, no one disputes the presence of these inaccuracies and 
assumptions [14-20]. The research results raised doubts among colleagues and experts. Basically, these 
doubts were explained by the provisions “it is known ...”, “it’s acceptable to consider ...”, “we all know ...”, 
“It is known that vector control is better ...”’, etc. 

Reports at conferences, as a rule, for organizational reasons do not allow to sort out the details of the 
research and, therefore, a number of presentations, including at conferences in Russia, in the USA, in 
Germany and in China, they failed to convince skeptics. In this regard, February 14, 2019 Professor V.L. 
Kodkin A detailed report was made as part of a traditional seminar at the National Research University of 
Information Technologies, Mechanics and Optics, St. Petersburg, Russia. Such seminars are conducted under 
the guidance of Professor A. Kozyaruk. Within their framework, leading scientists of Russia in the field of 
electric drive give an assessment of modern research. 

During the discussion, colleagues agreed with the main results of the research. They clarified that 
the conclusions made are true, first of all, for sensorless vector control, which is used in most frequency 
converters (Schneider Electric, Danfoss, Vacon, etc.) and therefore, the studies have a great practical 
meaning. One of the leading scientists in this field A. Usoltsev. suggested the advantages of the proposed 
correction scheme: the DPF, which does not cause instability due to the dynamic link, provides deep 
stabilization of the magnetic coupling of the rotor, which plays a major role in the formation of the torque of 
an asynchronous short-circuited electric motor. According to A. Usoltsev, the authors can verify these results 
by modeling the processes in AED FR. It should be noted that such an assumption very logically explains all 
the results. Therefore, after this seminar, the task was to conduct a comparative simulation of asynchronous 
electric drives with different control systems. In the course of this simulation, in addition to the speed and 
current of the motor, it is also necessary to control its magnetic flux. The results of this work are given in this 
article. 


3. SOLUTION 

The simulation was carried out in the Simulink application of the MATLAB software. As in the 
previous studies of the authors, for the first version, AED FR was performed using the standard model of the 
VED with vector control [21—23] Figure 1. The author of the model is Professor Hoang Le-Huy, Professor at 
the Department of Electrical Engineering and Computer Engineering, Laval University, Quebec, Canada. 


























Figure 1. Model of VFD with vector control and the module "Vector control" 
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To study the scalar control system Figure 2, the model of Professor Louis Desantes (Louis-A. 
Dessaint) from the state engineering school (École de technologie supérieure) in Montreal (Quebec, Canada) 
was used [24, 25]. To increase the efficiency of the formation of the electromagnetic torque, positive 
feedback on the root mean square (rms) value of the stator current was introduced into the control 
system Figure 3. 
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Figure 2. Scheme of scalar control model 
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Figure 3. Scheme of a scalar control model with positive feedback 


Simulation of processes of sequential acceleration to speeds corresponding to the supply voltage 
frequency of 10 - 20 - 30 - 40 — 50 Hz was carried out, at each speed of rotation a load was drawn. The 
angular velocity of the motor shaft and the rms values of the rotor and stator flux linkages and the stator 
current were controlled. The rms values were calculated from the projections on the d and q axes of the 
corresponding signals, which are available for measurement in the model of an asynchronous electric motor. 
The last signal is required to evaluate the efficiency of the drive. The simulation results of scalar control 
without feedback are shown in Figure 4, of the vector control with a single speed contour (without a flux 
linkage contour) - in Figure 5 and scalar control with positive feedback on the rms value of the stator current 
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and a dynamic link - in Figure 6. At the same time, special attention was paid to the change in the stator and 
rotor fluxes at the moment of loading. The deviations of the rotor and stator under load from the values at 
idle for different frequencies of the supply voltage with different control algorithms are shown in Tabel. 1. 
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Figure 5. Modelling processes in an asynchronous electric drive with vector control system 


Table 1. The deviations values of the rotor and stator flux under load for different frequencies 
of the supply voltage and control system 


Maximum deviations of rotor / stator fluxes, V ° s 
10 Hz 20 Hz 30 Hz 40 Hz 50 Hz 
-0,2/ -0,09/ -0,05/ -0,03/ -0,04/ 


Control system 


Scalar control without feedback 


-0,2 -0,11 -0,05 -0,03 -0,03 

' . 0,06/ -0,03/ -0,05/ -0,03/ -0,03/ 

Vector control with a single speed contour 0.1 0,04 0,06 0,03 0,03 
-0,1/ -0,03/ -0,03/ -0,03/ -0,04/ 

Scalar control with DPF 0,1 0,03 0,03 0,03 0,02 
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Figure 6. Modelling processes in an asynchronous electric drive with scalar control without feedback 


In scalar control, the maximum possible value of standard /R-compensation was established (which 
maintains stability). At the same time, the scatter of stator and rotor fluxes at low speed (30 rad / s) is in the 
region of 0,2 V « s, and decreases to 0,1 V * s with an increase in speed to nominal (157 rad / s). With the 
introduction of the DPF, the flow deviations during accelerations and load surges do not exceed 0,1 V ° s. 
With vector control, the mean value of the flow deviations is also 0,1 V ° s, but at the same time, there is a 
high-frequency component in the stator flow. Attention should be paid to the stator currents, which are the 
greatest in vector control and minimal in DPF Tabel 2. Thus, the simulation clearly showed that in the 
electric drive with DFT the flow stabilization is practically at the same level as the vector control. 


Table 2. The values of stator currents under load for different frequencies of the supply 


voltage and control system 


Stator current under load, A 


Control system 10Hz 20Hz 30Hz 40Hz 50Hz 


Scalar control without feedback 10 8 7,5 7,5 9 
Vector control with a single speed contour 14 13 12 13 13 
Scalar control with DPF 8 7 7 7,5 8,5 


In addition, processes in a drive with vector control with a speed error of 2 and 4% are simulated 
Figure 7, 8. The simulation results are very visual. With the introduction of an error rate of 2% into the signal 
Figure 7, the control loses operation at a speed corresponding to the frequency of the stator voltage of 40 Hz, 
and with an error of 4% - 30 Hz Figure 8. Large stator currents are a very serious problem for drives in 
transport and power complexes, where the load is non-deterministic. 

Thus, the modeling of processes with control of flux linkage fully confirmed the assumption of 
Professor A. Usoltsev, and explained the reason for the significant advantages of the proposed DPF over 
traditional algorithms. You can implement this correction, without any changes in the circuits and algorithms 
of standard frequency converters, on a programmable logic controller. This makes the widespread use of the 
proposed correction available in almost any electric drive. The authors are grateful to the seminar at the 
National Research University of Information Technologies, Mechanics and Optics, and especially to 
Professor A. Usoltsev, who is considered the author of the idea of this simulation. 
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Figure 8. Vector control with speed error of 4% 


4. CONCLUSIONS 

The conducted simulation of AED FR with scalar control and positive feedback on the stator current 
showed that this correction allows stabilizing the flux linkage of the rotor and stator in an electric machine. 
This ensures a more efficient formation of the electromagnetic moment at lower stator currents and less 
absolute slip. In turn, such a correction improves the static and dynamic characteristics of an asynchronous 
electric drive with frequency control, and makes it possible to use middle-class technical-economic frequency 
converters in complex industrial mechanisms with high demands on the static and dynamic characteristics of 
the drive. 
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